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CONFIDENTIAL SECTION 1 OF 2 LA PAZ 1400 

AMBASSADOR STEDMAN SENDS 

E.O. 11652: GDS 
TAGS: MILL BL 

SUB J : FY 1977 MILITARY SECURITY ASSISTANCE 

A. JOINT STATE/DEFENSE MESSAGE CONF 36160 DTG 131859Z FEB 76 

1 . THE FOLLOWING INFORMATION IS PROVIDED AS REQUESTED BY REF. 

RESPONSES ARE KEYED TO PARAGRAPHS OF REF. 

2. (4.A) THE FOLLOWING IS SUBMITTED ON THE PREMISE THAT BOLIVIA 
WILL RECEIVE $3.3 MIL IN THE FY76 MAP-M PROGRAM. THE FY77 
MATERIEL LIST IS IN DESCENDING PRIORITY ORDER: 

ITEM/MODEL NUMBER QTY APPROX VALUE $ 

ANY FY76 MAINT BASE SHORTFALL UNK 
MAINT SHOP SETS 300,000 

SPARE PARTS XX 99,000 

TRAINING AMMUNITION SELECTED 115,000 

TRK VAN SHOP Ml 09 A3 1 20,560 

TRKUTIL 1/4TM151A2 32 234,240 

TRKCGO 1 1/4TM715 WAV 4 17,200 
TLR TK WTR M149A1 1 6,689 

TLR CGO 1/4T M416 22 35,816 
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TLR CGO 3/4T M101A1 4 3,272 
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RADIO AN/VRC-46 9 23,949 

RADIO AN/FRC-93 2 7,160 

RADIO AN/GRC- 1 42 W/P 2 4 1 ,674 

RADIO AN/VRC-49 4 15,304 

RADIO AN/VRC-47 6 17,670 

I/U FOR ABOVE RADIOS XX 5,350 

GEN 3KW DC 28V TU 4 8,308 

GEN GED 3KW AC 60 HZ 6 1 2,354 

TELETYPEWRITER TT-76A-GGC 1 1,601 

TELETYPEWRITER TT-98/FG 1 1,334 

OTHER HAND TOOLS XX 700 

SWITCHBOARD SB-22A-PT 6 3,252 

SWITCHBOARD SB-86/PT 1 3,081 

DOLLAR LINE EQUIPMENT XX 3,000 

TELEPHONE TA 3 12/PT 122 7,320 

REELING MACH R 1-31 8 2,576 

RADIO CNTL GP AN/GRA-39 15 4,500 

ANTENNA GP RC-292 15 1,650 

DOLLAR LINE EQUIPMENT XX 1,010 

TEST SET TV-7D/U 3 786 

GENERATOR AN/URM-25F 3 1,500 

GENERATOR AN/URM- 103 3 7,929 

METER ME-26D/U 3 534 

MULTIMETER ME-30ABCE/U 3 774 

OTHER SUPPORT EQUIPMENT XX 1,475 
OTHER HAND & MEAS TOOLS XX 5,220 
DOLLAR LINE EQUIPMENT XX 200,000 

# APPROX TOTAL LESS SHORTFALL 1,211,788 

#REMAINDER OF FY77 PROGRAM CEILING WOULD ALLOW FOR SHORTFALL BELOW 
$3.3 MILLION IN FY76 AND PRICE INFLATION/ITEM SUBSTITUION FOR 
MATERIEL LISTED ABOVE. 

3. (4.B) PROPOSED MAP-T FOR FY77 IS LISTED IN PRIORITY ORDER, 

COURSE AND SERVICE IDENTIFICATION AND TOTAL COST. 

PRIORITY SERVICE 

NUMBER IDENTIFIER COURSE AMOUNT 

AA A BASIC ARTLLY OFFICER COURSE 13,680 
AB AF T-41/T-37 UNDERGRAD PILOT TNG 89,400 
AC N PATROL BOAT ELEC SYS 1,900 

AD A AD V ARTLLY OFFICER COURSE 34,170 
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AE N PATROL BOAT ENG & REFRIG SYS 2,100 
AF N PATROL BOAT COMMANDER COURSE 1,900 
AG N ORIENTATION TOUR 4,160 

AH N NAVAL STAFF COURSE 8,320 

AI A ADV ENGINEER OFFICER COURSE 18,400 
AJ A ARMOR/MOTOR OFFICER COURSE 14,000 
AK AF UH-1H UNDERGRADUATE PILOT TNG 29,400 

AL A BASIC ENGINEER OFFICER COURSE 9,800 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 

AM A GEOCEIVER OPERATIONS 2,400 

AN A SMALL UNIT WARFARE 154,000 

AO AF DEPOT MAINT MTT 13,000 

AP AF AIRCRAFT MAINTENANCE SUPERVISOR 2,520 

AQ A RADIO TELETYPE OPERATOR 5,020 

AR AF AVIONICS INSTRUMENT REPAIR 2,520 

AS AF AIRCRAFT ELEC REPAIR 2,520 

AT A BASIC RADIO REPAIR 11,200 

AU AF AIRCRAFT COM/NAV REPAIR 5,040 

AV AF TECH INSTRUCTOR 1,210 

AW A ADV RADIO REPAIR 10,040 

AX A AUTOMOTIVE MAINTNCE COURSE 12,900 

AY AF ADMIN PERSONNEL SEPC 2,520 

AZ A IAGS PHOTOGRAMMETRY 8,920 

BA A OFFICER GENERAL SUPPLY 14,400 

BB A ENGINEER EQUIPMENT MECHANIC 11,200 

BC A WEAPONS REPAIR 3,740 

BD AF LOGISTICS MANAGEMENT OFFICER 1,420 

BE A LOGISTICS MANAGEMENT 3,780 

BF AF ENGINE MAINTENANCE MTT 2,620 

BG A BASIC CARTOGRAPHY 9,360 

BH A COMMUNICATIONS OFFICER 11,350 

BI AF COMMUNICATIONS/ELECTRONICS FUNDAMENTALS 3,190 

BJ N OTHER TRAINING AIDS 2,500 

BK1 A MAINTENANCE NCO SUPERVISOR 12,550 

BL AF AIRCRAFT MAINTENANCE SUPERVISOR 2,500 

BM N TECH ADMIN MTT 26,620 

BN A NCO GENERAL SUPPLY 11,050 

BO A PERSONNEL MANAGEMENT OFFICER 5,240 

BP N TECH ADMIN MTT 4,440 

BQ A ENGLISH LANGUAGE INSTRUCTOR 16,520 

BR A ENG TRACTOR & GRADER OPERATOR 6,440 

BS A ADV INFANTRY OFFICER/OJT 18,720 
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BT A MILITARY MINES & EXPLOSIVES 2,080 

BU AF AVIONICS INSTRUMENT REPAIR 2,520 

BV A COMMAND & GENERAL STAFF OFFICER 10,750 

BW A OTHER TRAINING AIDS, DEVICES 10,000 

BX A BOOKS, MAPS & PUBLICATIONS 2,000 

BY A SENIOR OFFICER MANAGEMENT ORIENT 5,840 

BZ A ORIENTATION TOUR - OS 5,200 
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ACTION PM-04 

INFO OCT-01 ARA-06 ISO-OO L-03 AID-05 IGA-02 MC-02 CIAE-00 

INR-07 NSAE-00 SS-15 EB-07 OMB-01 COME-OO TRSE-00 H-02 
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008517 

P 181630Z FEB 76 
FM AMEMBASSY LA PAZ 
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INFO USCINCSO QUARRY HTS CZ/SCSA 
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CA AF COMMUNICATIONS MAINTENANCE OFFICER 8,600 
CB A BASIC INFANTRY OFFICER/OJT 19,300 

CC A ARMY SIGNAL SEMINAR 520 
CD A JOINT CIVIC ACTION SEMINAR 520 

THE PRICES SHOWN FOR THE MAP-T ARE BASED ON MOST CURRENT PRICES 
AVAILABLE THIS LOCATION. SHOULD PRICES INCREASE, AS WE HAVE BEEN 
ADVISED, THE TRUE SHORTFALL WILL BE MUCH LARGER. 

4. (5.A) YES 

5. (5.B) MAJOR ITEMS TO BE PROCURED THROUGH FMS CREDIT IN 
PRIORITY ORDER. 

ITEM/MODEL QTY 

C-130H 1 

LCPL CRAFT MK 1 1 4 

CAR ARMORED V- 1 50 5 

HOW TWD 105MM M101A1 24 

HOWTWD 155MMM114A1 6 

RIFLE REC 90MM M67 1 0 

TRK UTIL 1/4T M151A2 20 

TRKCGO 1 1/4TM715 17 

TRK CGO 2 1/2T M35A2C 36 

TRK CGO 5T M54A2 20 

TRK VAN SHOP M 1 09 A3 1 
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TRK AMB 4X4 FIELD TYPE 7 
TRK WKR MDM 5T M8 1 6 1 
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TRK TNK WTR 2 1/2 M610 1 

TRL CGO 1 1/2T M105A2C 14 

TRL TK WTR 1 1/2T M149A1 6 

TRL FUEL SVC 600 GAL A 1 B 1 
CSP FOR HOW'S 

ESTIMATED TOTAL VALUE $12 MIL 

SEE TABLE 1 1977-81 POM BOLIVIA FOR ESTIMATED VALUES. 

6. (5.C) YES 

7. (5.D) THE BOLIVIAN ARMED FORCES REQUIRE MODERNIZATION. 
PROVISION OF THIS SUPPORT SHOULD SHORE UP THE REGIME THROUGH 
CONTINUED LOYALTY OF THE ARMED FORCES. 

8. (5.E) ASSISTS IN TRANSITION FROM A TOTALLY GA PROGRAM TO FMS 
CREDIT AND/OR CASH ONLY. 

9. (5.F) IT IS IN OUR INTEREST TO SUPPORT THIS PRO-US GOVERNMENT 
WITH THE BADLY NEEDED MILITARY MODERNIZATION PROGRAM. WE ARE 
SUBSTITUTING FMS CREDITS FOR TOTAL GA. 

10. (5.G) NO 

11. (5.H) YES. ALTHOUGH THE BOLIVIAN ECONOMY IS IMPROVING, THE 
NEED STILL EXISTS FOR CREDIT FOR MILITARY PURPOSES SO THAT CASH 
ASSETS CAN BE DEVOTED TO MORE IMMEDIATE NATIONAL REQUIREMENTS. 

12. (5.1) NO 

13. (5 .J) THERE ARE NO KNOWN OTHER PURCHASES AT THE PRESENT TIME. 
GDS 31DEC78. 

STEDMAN 
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